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ABSTRACT 


Hydraulic ram concerns the dynamic loads and catastrophic 
failure of liquid-filled fuel tanks impacted by high speed 
projectiles, Hydraulic ram is divided into two phases: the 
shock phase and the drag phase, Analytical models have been 
proposed for the shock phase pressures by Yurkovich and for 
the drag phase presssures by Lundstrom. Comparisons were 
made between hydraulic ram fuel cell entry wall strains 
predicted using several loading models and those determined 
experimentally. A reasonable correlation was achieved but 
more work must be done to permit predictions of hydraulic ram 


strains accurate enough for the purpose of fuel cell design. 





TABLE OF CONTENTS 


i VER OmG Gilke meme = ea 
REE AC her Ole see = = 2 
Cli. SS ISSeme en 
RANA Y SiS ANDMCOMPAR fsON--—------------____~- 
V, ASHOILWSMON 6 oe cre 
_ (oF O8 PSO UNC. en 


INITIAL DISTRIBUTION LIST 


ee ew ee ww ww wn = 


12 
18 
43 
06 
O7 
98 





LIST OF FIGURES 


III-1, Ballistic Range Components--------------~-- 
III-2, Ballistic Range (Down-Range View)--------- 
III-3. Test Fuel Cell---------------------------- 
III-4. Strain Gages Mounted on Entry Wall-------- 


III-5, Projectile Parameters--------------------- 


III-6. Dynamic Strain Gage Circuit--------------- 
Rm Loe iain Led our otand-—-———-———--—----—.._-..— 
IIlI-8,. Strain Due to Loading--------------------- 


fetl-9, Entry Wall Strain (Ey = 7493 in-lb, h=,05 in) 


fi-7O. Entry Wall Strain CE, = 7943 in-lb, h=,05 in) 


fPl-11., Entry Wall Strain (CE, = 7493 in-lb, h=.09 in) 


fit—-1i2. Entry Wall Strain (E 7493 in-lb, h=,09 in) 


O 


III-13, Entry Wall Strain (Ey = 7493 in-lb, h=,09 in) 


III-14, Entry Wali Strain (E 7493 in-lb, h=.16 in) 


O 
III-15, Entry Wall Strain (E_ = 7493 in-lb, h=.16 in) 


O 

TEI-16. Entry Wall Strain (E, = 7493 in-lb, h=,16 in) 
III-17. Entry Wall Strain (EY = 12,323 in-lb, 

h=.0S5 in)------------------~----~---------- 
III-18, Entry Wall Strain (E_ = 12,323 in-1lb, 

= 1G dines osseeoe BoA 
IV-1 Radial Wall Strain Without Fluid Wall 

Interaction-------------------------------- 
IV-2, Circumferential Strain Without Fluid-Wall 

Interaction—-------- -~---- += <n - - 
IV-3, Radial Strain With Piston Theory---------- 





IV-<4, 
IV-5. 
IV-6, 
IV-7, 
IV-8. 


IV-9, 


Ceremmilerential Strain With Piston Theory-- 


Entry Wall Pressure (t=50 usec)-+«---------- 


Entry Wall Pressure (t=100 uSec)---.«-----«- | 


Entry Wall Pressure (t=150 usec )---------- = 
Radial Strain With Modified Piston Theory-- 


Circumferential Strain With Modified Piston 


00 


OL 


O2 


O3 


o4 


ore) 





> ij FH Oo 


4 


SYMBOLS 


Speed of sound in the fluid 
Young's Modulus 

Impact Energy 

Plate thickness 

Current 

Gage factor 

Incident pressure 

Pressure at the wall 

Fixed resistance 

Active strain gage 

Incident fluid velocity 
Wall velocity 
Cirmeumierential strain 
Radial strain 

Constant current circuit efficiency 
Poisson's ratio 

Fluid density 
Circumferential stress 


Radial stress 





I, INTRODUCTION 


SeLvivabllietiveot aircraft fiying in a hostile arena has 
become increasingly important, Recent experiences have demon- 
strated the vulnerability of sophisticated and expensive air- 
craft to both small arms ground fire and the more complex 
surface-to-air defenses. These considerations have made 
necessary Survivability analysis during the preliminary design 
phase of the aircraft procurement cycle, As a result, engi- 
neering estimates of fuel cell structural response induced 
when a ballistic threat penetrates a fuel tank are required, 

Tactical aircraft fuel tanks or cells have the largest 
Surface area and volume of all vulnerable components, The 
pressure loading associated with ballistic impact of a 
projectiie into an aircraft fuel cell can cause aircraft loss, 
due to fuel starvation, explosion or fire, because fuel 
pressure loadings induced can damage critical components in 
the cell or immediately adjacent to the cell's exterior, In 
order to prevent or reduce damage of this nature the failure 
mechanisms of fuel cells must be understood, Projectiles 
which penetrate fluid-filled cells cause damage many times 
more severe than that incurred by impact with an empty cell. 
The interaction of the fluid-filled cell with a projectile is 
called hydraulic ram. This phenomenon consists of several 
separate and distinct components. Two phases, the shock and 


drag phases, are considered in this report. 





ihewosnock paase 1S mmitiated when the projectile impacts 
pieetivdta, AS energy 1s transferred to the fluid, a strong 
hemispherical shock wave centered at the point of impact is 
formed. This creates an impulsive load on the inside of the 
entry wall which may cause the wall to fail, 

Asepae projectile Lravels through the fluid, its energy 
is transformed into Kinetic energy of fluid motion, A 
pressure field is generated as fluid is displaced from the 
maegectlile path and a cylindrical cavity is formed, Form 
drag decelerates the projectile, hence this phase is termed 
the "drag phase," In contrast to the pressures developed in 
the shock phase, the fluid is accelerated gradually rather 
than impulsively so that the peak pressure is much lower; 
however, the duration of the pressure pulse is considerably 
longer, 

The cavity formed behind the projectile as it passes 
through the fluid is filled with liquid vapor evaporated from 
the cavity surface and air which can enter the cavity tnrough 
the entry hole, As the fluid seeks to regain its undisturbed 
Semattion, the cavity will oscillate, The concomitant 
pressures will pump fluid from the cell and may be sufficient 
to damage fuel cell components. This oscillation is called 
beavity phase," 

Significant damage may also be caused during an "eruption 
phase." Ii fluid depth above the projectile trajectory is 
Suariciently shallow, the moving fluid during cavity forma- 


tion will break through the surface and will impact the cell 
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top, Boeing (Ref, 1) has shown that erupting fluid can 
warp 3/8-inch steel plate when placed three inches above 
the fluid during a ,50 caliber impact, 

Research at the Naval Postgraduate School has been 
designed to isolate and observe the individual aspects of 
hydraulic ram, The ballistic range has been used to study 
energy loss due to projectiie penetration of aluminum entry 
walls, shock propagation and drag phase pressures, This 
study has investigated the dynamic response of the entry 
wall, Comparison between responses measured on the ballistic 


range and those theoretically predicted were made. 


il. 





II, BACKGROUND 


Hydraulic ram is a phenomenon that may cause catastrophic 
failure of aircraft fuel cells when they are subjected to 
ballistic impact. The response of the fuel cell will depend 
on its construction. The fuel cell walls in typical combat 
aircraft wings are constructed of high-strength metal designed 
to withstand normal flight loads, Entry wall damage due to 
projectile penetration is usually small if the tank contains 
no fuel, However, damage caused by hydraulic ram to fluid- 
filled tanks is not so well Procteresd and iS considerably 
more Significant, Hydraulic ram pressure loadings on the 
walls will cause wall motion and can result in tearing which 
allows fuel loss and may damage other critical aircraft 
components in or near the cell, 

Analytical methods developed to date have considered both 
the shock, drag and cavity phase effects, The first effect 
to be considered is the shock wave that is formed when the 
projectile pierces the tank and impacts the fluid, As this 
hemispherical shock wave moves radially from the point of 
impact, a transient pressure pulse is created which acts on 
the entrance wall of the cell, 

During the subsequent motion of the projectile through 
the fluid, a large transient cavity is formed behind the pro- 
jgectile, As a result, another pressure pulse is created 


which is felt throughout the cell, As the cavity collapses, 


se 





another cavity pressure pulse is generated which may also 
cause extensive damage, 

Yurkovich (Ref. 2) developed an analytical method of 
predicting shock and cavity pressures as a function of time. 
Prior to this development, theories existed which described 
the shock front properties, but there was no analytical method 
available to predict the distribution of pressure throughout 
the tank. This prediction assumed rigid tank walls. There 
is very little experimental data with which to correlate these 
predictions, The main parameters that influence the strength 
of the shock phase shock wave are the energy transferred to 
the fluid and the fluid equation of state. The one-dimensional 
unsteady motion of the shock is governed by the basic conser- 
vation equations of mass, energy and momentum, The Rankine- 
Hugoniot equations determine the conditions at the shock front, 
When the input energy, undisturbed fluid density and speed of 
sound in the fluid are known, the pressure profile as a 
function of time can be computed. 

After the initial impact phase, the projectile is subject 
to drag forces while it penetrates the bulk of the fluid, 
Cavitation takes place and the cavity size will vary as the 
meee ctlle drag varies with time and position, Until recently, 
mathematical models did not allow for the closing or the 
Changing shape of the cavity. In order to approximate the 
cavity, Yurkovich proposed a model which consists of several 
stationary, radially expanding, spherical bubbles. Incompress- 


ible potential flow theory was then applied and the assumption 
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was made that shock and cavity phase effects were 
unrelated, 

A more recent analysis by Lundstrom (Ref, 3) has led to 
the development of a computer program which predicts fuel 
cell pressures at points internal to the tank during the 
drag phase. Lundstrom's model assumes that the projectile 
will tumble as it traverses the tank, The assumption was 
made that the flow field can be described in terms of a 
potential function which satisfies the wave equation, Because 
this problem is exceptionally difficult to solve even after 
making simplifying assumptions, the effects of the bullet 
were approximated by the action ofaline of sources along the 
bullet path, The potential due to these sources was expressed 
aS an integral function of the source strength, its location 
and the distance to the point at which the pressure was 
@eculated. tin order to account for the effects of the wall 
reflections, the walls were considered to be free surfaces 
so that reflected pressures would result from a mirror image 
of the line of sources creating the incident pressure, These 
predictions are not applicable to the wall response problem 
because the free surface assumption results in a boundary 
condition of zero pressure pertubation at the wali, Lundstrom's 
analysis, however, may be used in certain circumstances for 
the wall response problem if the image system for the wail 
to be studied is removed, 

The wall response problem of a fluid-filled tank subjected 


to impact by a high speed projectile is extremely complex 
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because the structural and fluid equations of motion are 
coupled by the presence of a common interface, If these 
mreccts are to be taken into account in an exact fashion, 
the structure and fluid differential equations of motion must 
be solved simultaneously which becomes very complicated, 
Ball's recent application of piston theory (Ref. 4) 
provides an estimate of the fluid and structure interaction 
during hydraulic ram, This theory provides the correct 
solution to the one-dimensional propagation of stresses in 
an acoustic medium due to a moving boundary, In general, the 
equations for fluid pressures and motion are coupled to those 
for the wall strain and motion. Application of piston theory 
allows the structure and fluid equations to be uncoupled, 
Wall response can be computed uSing conventional structural 
response equations when the incident fluid pressure Ps and 
velocity Vi at the wall are known, According to piston 


theory, the wall pressure loading Py is given by: 


ee PP. 


7 ; * pe(v, - w) (i=) 


where DP; and V; are the incident pressure and velocity of the 
fluid if the wall were not there, p is the fluid density, c 
is the acoustic velocity of the fluid and w is the wall 
velocity. This wall pressure has terms which are independent 
of the wall response. These terms may be calculated, there- 
fore, before the wall motion is Known, Lundstrom's digital 
computer code may be used to predict the fluid pressures PD; 


and velocities Vv throughout the body of fluid due to the 
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projectile penetration and specifically to predict P, and 
Vv. at the entry wall as a function of time, The pressure 
term pew was incorporated into the original structural 
equations of motion and the response may be calculated, 

The computer program SATANS developed by Ball (Ref, 5) 
has been used to calculate the wall response due to the 
hydraulic ram time varying pressure distribution, It predicts 
the geometrically non-linear response of arbitrarily loaded 
shells of revolution, The program can be used to analyze 
any shell of revolution for which the following conditions 


hola: 


1, The geometric and material properties of the shell are 
asr symmetric, 


2, The applied pressure and temperature distributions and 
initial conditions are symmetric about a datum meri- 
dional plane, 


3. The shell material is isotropic and the Poisson ratio 
is constant, 


“~eelne boundaries of the shell may be closed, free, fixed 
or elastically restrained. 


A fuel cell entry wall is a simple axisymmetric shell 
with zero curvature. The governing partial differential 
equations are based upon Sander's non-linear thin shell theory. 
The equations are reduced to uncoupled sets of four linear, 
second order, partial differential equations in the meridional 
and time coordinates. The derivatives with respect to the 
meridional coordinate are approximated by central finite dif- 
ferences and the displacement accelerations are approximated 


by the implicit Houbolt backward difference scheme with a 
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Senetant time interval, At each time step the equations 


are solved until all solutions have converged, 
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III, THE EXPERIMENT 


This experiment simulates entry wall strain present in 
an aircraft fuel cell as the result of the impact of a high 
energy projectile. Most of the analysis of hydraulic ram 
effects on tank walls has focused on the final or resulting 
damage. Little consideration has been given to determining 
the dynamic wall response immediately preceding failure. 
This experiment measures the actual time history of entry 
wall strain for a variety of wall thickness and impact 
energy level combinations so that comparison with existing 
analytical models can be made, 

The ballistic range components used are shown in Figures 
III-1 and III-2. Each AVTRON, No, A914T333 chronograph 
screen had a five volt D.C, Signal shorted to ground across 
it. When these screens were broken by the passage of the 
bullet, the interrupted circuits provided start and stop 
pulses to the Monsanto 101B counters and oscilloscope trigger. 
The counters provided time interval information which was 
used to determine the bullet impact velocity. 

The tank used is pictured on its stand in Figure III-3, 
The cubical tank had inside dimensions of 17 inches. The 
bottom and two sides were 0.09 in, 7075-T6 aluminum welded 
to the 4-inch thick by 3-inch aluminum frame. The front and 
back walls were bolted to the inside of the 1-inch thick 


aluminum front and rear wall supports which had a 15-inch 
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diameter circular cutout. The top was left open to simulate 
a fuel cell with ullage. 

Three 7075-T6 aluminum entry wall test plates were used 
in this experiment. Each had a 1l-inch diameter hole cut in 
the center to allow bullet entry directly into the fluid, 
This entry wall hole was covered with cloth tape so that the 
tank could be filied with water. Plates of thickness 0.05, 
0,09 and 0,16 in. were tested. Four EA-13 type 175.0 OHM 
strain gages were located 2 inches from the center of each 
plate. One pair was oriented radially with one gage on the 
inside and one on the outside of the entry wall, The second 
pair of gages was oriented perpendicular to the first pair at 
the same radial distance from the impact point. This strain 
gage arrangement is pictured in Figure III-4. 

Two projectile energv levels were tested for each of the 
three test plates. Projectile mass and velccity were used to 
adjust the impact energy level and this information is listed 
in tabular form on Figure III-5, 

The recording system consisted of a dual-bean oscilloscope 
with two 1A7 pre-amp plug-in units with differential input 
capability and a Polaroid scope camera, A wiring diagram for 
the constant current strain gage circuits is shown in Figure 
III-6, Since only dynamic response was measured, temperature 
compensation was not required since the strain variations 
occurred at frequencies much higher than temperature fluctu- 
ations, The constant current method used presents practically 
noise free data with high sensitivity and linearity. Gage 
response was recorded for a pair of gages with similar 


@errentation, 
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The effect of hydrostatic pressure on the wet gage output 
was considered, Hydrostatic pressure will cause an added 
strain in the filament of the wet gage which will be super- 
imposed upon the plate surface strain. Tests on strain gages 
Similar to those used in this experiment were conducted at 
the University of Illinois (Ref, 6) in order to determine 
the effects of high hydrostatic pressure, In testing to 
pressures as high as 25,000 PSI it was found that the effects 
of pressure on the strain gages themselves was only 2 to 5 
microinches per inch of indicated compressive strain per 
1000 PSI. This pressure effect was considered negligible 
for this study since maximum error due to this factor would 
emount tO no more than a +50 win/in error. 

All of the ammunition was hand loaded so that the veloci- 
ties could be adjusted for the desired energy level. The 
rifle used, a Remington .222, was fixed to an adjustable 
mount. It was aimed before each shot by sighting the target 
hole through a high power scope, This arrangement is pictured 
in Figure III-7, Aiming for each shot was required because 
the tank and rifle stands moved as the result of each shot. 

Stein (Ref. 7) has shown that the constant current circuit 
such as used in this experiment has the ratio of output to 


input given by: 


= S| ae = 
= in, E - toa | (III-1) 


where the efficiency is given by: 


20 


a 





ie ee ray (III-2) 


Pers the gaze factor, I the current, Ro is the load resistance, 
and Bs the active gage resistance, For the circuit in these 


tests, equation I[II-1 becomes: 


e = e 1-0, 863€e ) Glui=3)) 


2.834 
Because the strains considered are several magnitudes smaller 
than 1, this equation can be simplified to the linear 


relationship: 


e = 0,3529e (YIi-4) 


Equation III-4 was used to convert the output voltage, 
measured directly from photographs made of the oscilloscope 
trace, to surface strain, 

Accompanying the distribution of forces on the entry wall 
is a deformation and strain. Strain is represented by the 
lengthening (+ for tension) or shortening (- for compression) 
of a straight line on the surface of the material, When a 
variable resistance wire strain gage is bonded to a surface, 
any change in length of that surface will be reflected by 
a change in the resistance of the gage, The concept of 
strain is illustrated in Figure JII-8. The pure bending 
case as shown in Figure III-8,a is characterized by a compres- 
Sion of the strain gage on one surface and an equal tension 
in the strain gage on the opposite surface. A wall which 


undergoes pure stetching is characterized by equal tension 
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in both gages as shown in Figure III-8,b, Figure III-8.c 
shows a superposition of these two simple cases which results 
from the combined load, 

The experimental strain measurements are shown in Figures 
III-9 through III-18, These show strain measured at two 
inches from the impact point in the radial and circumferential 
directions. The upper photograph represents radial strains 
with the upper most trace being the wet or fluid backed 
surface. The lower picture shows the circumferentail pair 
of gage readings with the upper trace representing the out- 
Side or dry gage, For each plate thickness at the lower 
emergy level, various oscilloscope sweep rates were used 
to provide accurate information for different time intervals. 
Shots taken at the higher energy level resulted in consider- 
able tank leakage and strain gage failure. As a result, less 
data are available. High energy shots on the 0.05 thickness 
plate resulted in permanent plate deformation that was not 
evident at the lower energy level. Significant deterioration 
of the strain gage bond accompanied each shot at this energy 
level. The strain gages could withstand no more than two 
shots at 12323 in-lb energy level before the bond was 
completely destroyed. 

The traces were initiated by the breaking of a triggering 
screen mounted close to the front wall of the tank, The 
Strain trace was relatively constant until bullet impact 
With the water, An exact impact time cannot be determined 


from these traces because of uncertainties in scope triggering 
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Gerematryesdelay time. For purposes of this analysis, time 
of impact (t=0) has been taken as that time at which the 
first significant slope discontinuity of strain occurs, 

Using Figure JII-12 as typical, the results may be 
qualitatively interpreted as follows. In the upper picture, 
the first significant deflection shows the wet or inner 
surface gage in compression and the outer or dry gage in 
equal tension for approximately 60usec, This represents 
almost pure bending of the wall, During the remainder of 
the 200usec, interval both traces return to neutral, From 
that point, the lower trace continues below the neutral read- 
ing which is indicative of radial stretching. The relatively 
symmetrical variations in the two traces from that point on 
show a continuation of back and forth bending, but the dis- 
placed lower trace shows that the plate has stretched and is 
no longer in its original position. The lower picture in 
Figure III-8 shows the traces for the circumferentially 
oriented gages, Like the radially oriented gages, they 
show primarily pure bending during the first 60usec, The 
strains, however, do not return to neutral but show a much 
more gradual stretching compared with the radial gages, The 
maximum strain amplitude of both radial and circumferential 
traces is approximately 1.4 x ome ny en 

Figures III-9, 12, and 15 show the effect of plate thick- 
ness on the maximum strain amplitude. For the two larger 
Mmbate thicknesses, the strains for the first 60usec, appear 


to be primarily due to plate bending. The 0.05 thickness 


23 





plate, however, (Figure III-9) shows radial stretching during 
this time interval. The maximum radial bending strain 
amplitude in the 0,16 in. thick plate was found to be 0,85 


x 107° 


infin, The maximum bending strain in the 0.095 in. 
thick plate was found to be 2,2 x aoe infjin, These results 
show the expected increase in both bending and stretching 

as plate thickness is reduced, 

Insufficient data exist to determine the nature of the 
increase in strain due to higher energy. However, a compar- 
ison of Figures III-15 and III-18 illustrates the increase 
in strain due to the higher hydraulic ram loading. 

Figures IJIJI-11 and IJII-14 show the wall response for 10 
milliseconds, This clearly demonstrates that significant 


strain is experienced by the tank entry wali well beyond the 


initial peak strain discussed previously. 
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Figure II]I-5, Projectile Parameters 
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IV, ANALYSIS AND COMPARISON 


An understanding of tank wall response due to hydraulic 
ram phenomena is necessary in order to intelligently design 
tank construction which reduces damage, This experiment mea- 
sured entry wall strain in order to evaluate the adequacy of 
existing methods for predicting structural response, 

For purposes of comparison, the 0,09 in, thickness plate 
and low energy level was selected. Predictions of strains were 
made using SATANS, The assumption was made that the response 


is axisymetric, The input parameters to SATANS were: 


KMAX = 71 (number of meridional stations) 
NU = 0,33 (Poisson's ratio) 
DELOAD = 1 x 10-©sec (time increment ) 
DEL = 0.1 (radial increment ) 
MASS = 0.1 x 0.09 (plate mass per unit area) 
Sisto) 
B = Eh = 1.009 x 107 (plate in-plane stiffness) 
i 
D = Eh3 = 6,8 x 10% (plate bending stiffness) 
12(1-y7) 


Drag phase incident pressures were calculated as a func- 
tion of time for the first 500usec, after impact using the 
computer program by Lundstrom (Ref. 8), This program calcu- 
lates drag phase pressures accurately for times less than that 
required for pressure disturbances to reflect off the cavity 
surface, Shock phase loadings were calculated using the com- 
puter program developed at the Naval Postgraduate School (Ref. 


D). 
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These analyses have been successful in predicting pressures 
internal to the tank configuration used in this experiment 
(Ref, 10), 

Three different entry wall responses were calculated. 

The first case assumed no fluid-wall interaction. The wall 
loading was taken to be the incident pressure p,; which con- 
tained both shock and drag phase pressure predictions. Figure 
IV-1 and IV-2 show a comparison of this result with the experi- 
ment. It is evident that ignoring the reduction of the fluid 
pressure on the wall due to the wall motion results in pre- 
dicted wall strains that are very large compared with those 
measured. This analysis predicts strains that are sufficiently 
large to cause permanent set. The experimental entry walls do 
not show any such behavior. It is clear from this result that 
the inclusion of the fluid-wall interaction is necessary if 
reasonable predictions of wall response are to be made. 

The second entry wall response prediction assumed that the 
fluid-wall interaction could be modeled by piston theory. The 
wall loading was given by p; + pcv; and SATANS was modified by 
Ball to include the pcw term in the structural equations of 


motion, The velocity v;,; 


; was taken as the normal component of 


the incident fluid velocity at the wall. The results from 
means f0r the radial and circumferential strains ce, and €g at 
the strain gage location are given in Figures IV-3 and IV-4 
for the p; + pcevy pressure. Also shown in these figures are 
the corresponding experimental strains. Figures IV-5 through 
IV-¢’ show the pressure profile along the plate for pj + pcvi 


fide, sat three different times. Note in these figures the 
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very high pressure in the neighborhood of the plate center 
for the p; + pcv loading. The net pressure at the plate, 
ie, p; + pc(v;-W), where W is obtained from the SATANS 
results, is also plotted in Figures IV-S5 through IV-7. An 
examination of Figures IV-3 and IV-4 reveals that the pre- 
dicted strains are considerably larger than the measured 
strains. A possible explanation for this behavior is the 
ia large Heading of Bae plate cemter due to pcv;. Figures 
IV-5 through IV-7 show that there is a large net pressure 

aye the plate center due to pcv; that increases with time. 

The third entry wall response prediction assumed that the 
wall loading could be approximated by 2p;. This pressure loading 
corresponds to assuming that the term pcv; can be replaced by 
fees 10 the case of a one-dimensional wave reflecting off a 
rigid wall. Figures IV-8 and IV-9 compare this prediction and 
the experimental results. Figures IV-5 through IV-7 show the 
net wall pressure loading calculated for this case. The re- 
placement of the pcev; term by Dj results ina net wall pressure 
that eliminates the large loading at the center of the plate 
that was exhibited by the previous solution, AS a result the 
strains predicted are much closer to those measured. 

Consider the strain plots shown in Figures IV-8 and IV-9. 

A peak strain is evident at 35 usec which corresponds to the 
arrival of the shock front at the gage location. The predicted 
strain then decreases dramatically, only to increase again when 
the effects of the drag phase pressures are felt, The experi- 


mental results do not exhibit the characteristics of the first 
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calculated peak. This indicates that the entry wall does not 
respond as predicted to the shock phase, The prediction also 
underestimates the wall strain due to the drag phase pressure 
but is quite similar in shape, Note that the predicted circum- 
ferential strains are considerably below those measured. 

Stress levels at the gage for this low energy case reach 
approximately 21,000 psi which is well within the elastic limit 
of the material. This was determined from the following rela- 
tionships where E = 107 , y = ,33 and €, and €, were taken from 


the data photographs, 


Oo. = € Co YEg) IV-1 


Sha E (Eq Vera), IV-2 
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V. CONCLUSIONS 


1. The predicted response shows a shock phase that is not 
evident in the measured strains, This may be due to the 
fact that the shock front is not sharp but is somewhat 
smeared. 

2. Fluid-wall interaction must be considered if reascnable 
wall response is to be calculated, 

3. The two piston theory load cases bound the experimental 
results. The full pressure p; + pcv; causes a very large 
pressure at the plate center and leads to strains much 
larger than those measured. The 2p; case leads to an 
underestimation of the strains, particularly in the circum- 


ferential direction, 
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